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Nanking-ghiang-nan C ement Plant whieh «as destroyed during the Sino- 
Japanese War vae rebuilt af ter the liberation and resumed production 
in 1950. Principal production facilities — such as li rotary kilns — 
we re renovated technically in 1960 and raised the annual production 
capacity to 75*000 tons. A 32*000 ton ehaft fumace «as nevly inst- 
alled in 1958. 

The plant produces 8 different types of cement including high early 
strength cement and oil veil cement. 
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